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Appropriate Technology 


Alternative 
Wastewater Treatment & 
Energy-Related Projects 


The California Office of Appropriate Technology (OAT) 
is a nationally recognized leader in the development and 
implementation of alternative technologies. Its unique 
programs provide technical assistance and advice to the 
Governor, State agencies, the Legislature, and the public 
in the development and demonstration of energy and 
resource-conserving projects. 


ENVIRONMENTAL 
ENGINEER 


We are seeking a talented person with a commitment to 
alternative technology implementation to develop policy 
guidelines and demonstration projects for wastewater 
disposal alternatives. This job requires a master’s degree 
or equivalent ex,»erience in environmental, sanitary, or 
civil engineering with four years’ experience in work 
related to innovative or developmental technologies. We 

















offer an excellent salary dependent 
on qualifications and previous 
experience. 


To apply, please send your resume 
to: OAT, 1530 Tenth Street, 
Sacramento, CA 95814. Mark 
your application “Environmental 
Engineer”. EOE M/F. 
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